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HARYANA GOVT GAZ., DEC . 25, 1990 (PAUSA 4 , 1912 SAKA) 


( PART 1 


INDUSTRIES DEPARTMENT 


The 19th December, 1990 


No. 33 /30 /88-4 IB (1), The Governor of Haryana is pleased to constitute a High Powered Com 
mittee comprising the following to monitor the progress for the setting up of Growth Centres, Julana , 
District Jind and Bawal District Rewari in the State : 


1 . 


The Chief Secretary, Haryana 


Chaisinan 


2 . 


Joint Secretary to Government of India Ministry 
of Industry, New Delhi 


Member 


3 . 


Financial Commissioner and Secretary to Government 
Haryana , Finance Department 


Member 


1 


4 . 


Financial Commissioner and Secretary to Government, 
Haryana, Irrigation and Power Department 


Member 


5. - 


Commissioner and Secretary to Government, Haryana , 
P.W.D. PH . Department 


Member 


6 . 


Commissioner and Secretary to Government, Haryar:a , 
Environment Department 


Member 


7 . 


Commissioner and Secretary to Government, Haryana , 
P.W.D. B. & R. Department 


Member 


8 . 


Commissioner and Secretary to Government, Haryana , 
Town and Country Planning Department 


Member 


9 . 


Commissioner and Secretary to Government, Haryana , 
Housing Department 


Member 


10 . 


Commissioner and Secretary to Government, Haryana , 
Industries and Electronics Department 


Member 


IT. 


Managiog Director, Haryana State Industrial 
Devclopment Corporation 


Member 


12 . 


The Deputy Commissioner , Jind 


Member 


13 . 


Member 


14 . 


The Deputy Commissioner, Rewari 
Engineer-in-Chief, P.W.D. (B . & R.) 
Engincer- in - Chief, P.W.D. (PH ) 


Member 


15 . 


Member 


16 . 


Engineer- in - Chief, P.W.D. ( Irrigation ) 


Member 


17. 


General Manager , Telecommunication 


.. Member 


18 . 


ii Member 


Director, Town and Country Planning Department 
Director, Large and Medium Iodustries Department 


19 . 


Member-Secretary 


2. The task of the committee will be to appraise the Project report and monitor the implementa 
tion of Growth Centres Project . The committee will also review the implementation of the project 
at various levels and suggest ways and means to implement this project expeditiously . 


3. The committee can coopt any other ,officer as a Member. 


4. The Members of the committee will get T. A./D . A., if any from their respective Departments , 


R. S. MALIK , 


Commissioner and Secretary to Government , Haryana , 

Industries Department. 


